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UNCLAS ANKARA 5767 

USIA PASS VO A 

E.O. 11652: N/A 

TAGS: PFOR, MASS, TU, MOPS 

SUBJECT: GOT ANNOUNCEMENT ON MEASURES AGAINST U.S. INSTALLATIONS 

1. TURKISH STATE TELEVISION INTERRUPTED ITS 1700 GMT 

NEWS BROADCAST TO ANNOUNCE THAT THE COUNCIL OF MINISTERS, 

WHICH WAS STILL MEETING, HAD ORDERED THE HALTING 
OF ACTIVITIES AT ALL COMMON DEFENSE INSTALLATIONS 
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WITH THE EXCEPTION OF NATO ACTIVITIES AT INCIRLIK. 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


THE ANNOUNCEMENT SAID THE CESSAION OF ACTIVITIES WOULD 
BE APPLIED BEGINNING SATURDAY (JULY 26). IT ADDED THAT 
ALL INSTALLATIONS WOULD BE PUT UNDER "THE COMPLETE SUP- 
PERVISION AND CONTROL OF THE TURKISH ARMED FORCES." 

2. FOLLOWING IS THE ENBASSY'S TRANSLATION OF A TRANSCRIPTION OF 
THE ANNOUNCEMENT AS READ ON THE AIR: 

BEGIN TEXT. 

A) THE DEFENSE COOPERATION AGREEMENT BETWEEN TURKEY 
AND THE UNITED STATES. DATED JULY 3, 1969. AND ALL THE 
RELATED AGREEMENTS HAVE LOST THEIR LEGAL VALIDITY. 

B) IN CONSIDERATION OF THIS SITUATION, ACTIVITIES 

OF ALL THE COMMON DEFENSE INSTALLATIONS IN TURKEY, 

EXCEPT THE NATO DUTIES OF THE INCIRLIK COMMON DEFSNE 
INSTALLATION, HAVE BEEN HALTED AS OF TOMORROW, THAT 
IS, JULY 26, 1975. 

C) ALL OF THE INSTALLATIONS WHOSE ACTIVITIES HAVE BEEN 
HALTED WILL BE TURNED OVER TO THE COMPLETE CON- 
TROL AND SUPERVISION OF THE TURKISH ARMED FORCES. 

END TEXT. 
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